
The Commonwealth of Massachusetts 


Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUOYANN BIGBY, MO 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


10/18/2011 


Jessica Mutcliler 

Assistant District Attoniey, (]!ape & Islands 


Dear ADA Mutcliler, 

Enclosed is the information you requested in regards to Commonwealth hicluded 

are copies of the following: 


1. Curriculum Vitae for Annie Dooklian and Della Saunders. 


2. Drug Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples # 

Annie Dookhan was the custodial chemist and performed the preliminary testing and net weight for 
this sample. Della Saunders was the confirmatory chemist and analyzed the GC/MS data for this 
sample. 


If you have any questions about these materials, please call me at the number below. 


Sincereh^ 

Annie Dookhan 
Chemist 

Dnig Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6622 
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Cui riciiliim Vitae 


Annie Khan (Dookiiaii) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistiy, 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience; 

2003 - present 

Chemist L II , Massachusetts Department of Public Health, Drug Analysis Laboratory 

^Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

^Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws. 

"^Trained in the use of complex analytical instnimentation, microscopes and balances for the 
puipose of drug analysis. 

^Maintenance and repairs of all analytical instruments. 

^Responsible for the Quality Control of all analytical instiiinieiits, reagents and controls/standards. 
^O^^ersee the Quality Control/Quality Assurance progi’am for the Drug Lab, 

^Writing, revising and reviewing Standard Operating Procedures (SOPs) and Protocols. 

^Notary Public. 

"^Qualified as an expert witness in Massachusetts Couits and U.S. District Court 
2001 -2003 

QC Analyst I, II , UMMS-Massachusetts Biologic Laboratory, QC Material Control 

^Completed proficiency ti‘aining conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department, 

Method Development for creating new teclmiques and enliancing vaccines for the QC Dept, and 
FDA. 

^Writing, revising and reviewing Standard Operating Procedures (SOPs). 

"^Trained and supervised new chemists and interns for the department. 

^Routine QC testing of products for the FDA. 

^Trained in the use of complex anal34ical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

^Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

"^Complete testing of chemicals for Vendor Validation Project for the FDA. 

^Compendial testing and inteipretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP h'aining with Massachusetts Biologic Laboratoiy. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS trainings with Agilent Technologies and Restek. 

HPLC and LC/MS/MS trainings with Waters Cooperation, 

FTIR training with Specti*os, 

TOC training with MBL and Sievers. 

Association; 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 
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Curriculum Vitae 


Della Saunders 
Education: 

Boston University Boston, MA. Bachelors of Arts in Chemistry 1982 
Experience: 

1985-present: Currently Chemist in Massachusetts Department of Public Health Drug 
Analysis Laboratory at State Laboratory Institute Boston, MA. Responsible for analyzing 
unknown substances submitted by Massachusetts law enforcement agencies; operating, 
maintaining, and interpreting data from analytical equipment (analytical balance, 
microscope, gas chromatogram, ultraviolet spectrometer, infrared spectrometer, gas 
chromatogram/mass spectrometer); training junior level chemists; providing expert 
testimony to local, state, and federal courts in the Commonwealth of Massachusetts. 

1984 - 1985 : Laboratory Technician in the Media Laboratory at State Laboratory Institute 
Boston, MA. Responsible for making chemical reagents and media plates; operating and 
maintaining laboratory equipment (autoclave, pH meter, ultra-violet hood), and collecting 
safety data for laboratory protocols. 

Training: 

1985: Six week training with Senior Staff at Massachusetts Department of Public Health 
(MDPH) Drug Analysis Laboratory Boston, MA. Appointed Assistant Analyst MDPH 

1987: One week training course in drug analysis given by the Federal Drag Enforcement 
Agency (DBA) McLean, VA. 

1992: Training in Gas Chromatograph/Mass Spectroscopy (GC/MS) Hewlett Packard 
(Agilent) 

1996: Training in Fourier Transform Infra-Red Spectroscopy ETA (Analect) 

2001: Expert Witness Workshop National Laboratory Training network Quality 
Assurance/Quality Control Training (MDPH) 

2002: Techniques of Supervision Training (MDPH) 

999: Notary Public Commonwealth of Massachusetts 



The Commonwealth of Massachusetts 


Executive Office of Health and Human Services 


Boston Drug 
Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


Department of Public Health 
State Laboratory Institute 


Amherst Drug 
Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 
8 : 00 - 11:00 
2:00 - 4:00 


DRUG RECEIPT 


Amherst Hours 
9:00-12:00 
1:00-4:00 


City or Department: 




Name and Rank of Submitting Officer: 
Defendant(s) Name (last, first, initial) 



To be completed by Lab Personnel 

Description of Samples Gross Weight Lab Number 



Received by: 


.1 



Date: 
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Date Analy2ed;,i1AY Z 6 2011 



City; Brewster Police Dept. 


Officer: Detective Paul Judge 



Amount: 5.0 

No. Cont: 1 Coni: pb 

DateRec’d: 03/23/2011 
Gross Wt: 3.93 


Subst;TAB 

No. Analyzed: 

Net Weight: o-SO 


Prelim: 


# Tests: 


Findings; 





City: Brewster Police Dept. 
Officer; Detecliv^auUu^ 

Amount: 96.0 

No. Cont; 1 Cont; pb 
Date Rec'd: 03/23/2011 
Gross Wl: 66.20 


Date Analyzed:, mii « 


Subst; TAB 

No. Analyzed: 

Net Weight: 

# Tests; 


Prelim: 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # AGENCY • ANALYST 

No. of samples tested: •>'_ Evidence Wt _ 


PHYSICAL DESCRIPTION: 


"S VoVuaq. c\y\cS 






Gross Wt ( ):_ 

Gross Wt { ):_ 

Pkg. Wt:__ 

Net Wt; o .So^lT.. 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate { ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTAX_J_ 

OTHER TESTS 

i* 


PRELIMINARY TEST RESULTS 
RESULTS c> (2 

DATE S^2-2>-tt 


GC/MS CONFIRMATORY TEST 

RESULTS- jCxf (^■ xiLox.g .. 

MS 

OPERATOR _ 

DATE 


Revised 7/2005 
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Drug Information 


DRUG NAME: OXYCODONE HYDROCHLORIDE 
INGREDIENTS: OXYCODONE HYDROCHLORIDE 30 MG 


Color: Blue 

Shape: Circle 

Imprint: A; 215 

Form; Oral Tablet 

Avaiiable-Container-Size: Bottle of 
100,10X10 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 


NDC: 52152-0215-02 
52152-0215-11 

Excipients: Sodium Starch 
Glycolate ; Stearic Acid ; Starch, 
Corn : FD&C Blue No, 2 Aluminum 
Lake; Lactose 
(Monohydrate); Cellulose, 
Microcrystalllne ; Silicon Dioxide 

Regulatory Status: Schedule I! 

Availability; United States 

Product ID 6527175 

Contact: Actavis Totowa 


Copyright© 1974-2011 Thomson Reuters, All rights reserved. 


http://w\vw.thomsoiihc.com/micromedex2/librai'iaii/PFDefaultActioiild/evideiicexpert.Di... 10/18/2011 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY ANALYST 

Evidence Wt 


PHYSICAL DESCRIPTION: 

prcrv^je 

'VoVsxve ifO'^cv, 



Gross Wt ( ):_ 

Gross Wt ( ):__ 

Pkg.Wt;_ 

NetWt: 




PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MIcrocrvstalllne Tests 
Gold 

Chloride_ 

TLTAX_J_ 

OTHER TESTS 

^'■AonnofC <^c: 


PRELIMINARY TEST RESULTS 


results 

DATE _ 


Revised 7/2005 


GC/MS CONFIRMATORY TEST 

results C\<r^c»ViLVgYvA 4 r) 
MS 

OPERATOR ^C-S. _ 

DATE 0b-l3-'\\ 
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Drug Information 


DRUG NAME: ADDERALL 


Color: Orange 
Shape: Circle 

Imprint: 3 0 The tablet is embossed 
with 30 on one side with a full and partial 
bisect andAD embossed on the other 
side,, AD 

Form: Oral Tablet 

Available-Container-Size: Bottle of 
100 

AAPCCCode: 001000 - 
Amphetamines and Related 
Compounds 


NDC: 0555-0768>02 

UPC: 05550-76802 

Excipients: Laclitol; Cellulose, 
Mlcrocrystalline; Silicon Dioxide, 
Colloidal; Magnesium Stearate ; FD&C 
Yellow No. 6 (Color Additive) 

Regulatory Status: Schedule II 

Availability: United States 

Product ID 6765147 

Contact: Teva Pharmaceuticals 


Copyright© 1974-2011 Thomson Reuters. All rights reserved. 


http://www.lhoiTisonhc.coni/micromedex2/libranaii/PFDefaultActionId/evidencexpert.Di... 10/18/2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


K:\05__24_ll\789505 .D 
DCS 

24 May 2011 14:27 

BLANK 


DRUGS .M 
RTE 


Abundance TfC: 789505.D\dala.ms 

250oi 



1000 

500 


Time-> 2.00 2.50 3.00 3.50 4.00 4.60 6.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.60 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


789505.D 


Tue Oct 18 11:14:20 2011 


Page 1 


y loiiciiiiM 

i 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

K;\05_24_11\789506.D 
DCS 

24 May 2011 14:40 

OXYCODONE STANDARD 

6 

DRUGS . M 
RTE 


Abundance TIC: 789506.D\dam.nis 



Ret, Time 

Area 

Area % 

Ratio % 

6,304 

1298259 

100.00 

■ 100.00 


789506.D TUB Oct 18 11:14:23 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


Ki \05__24_11\789506 ,D 
DCS 

24 May 2011 14:40 

OXYCODONE STANDARD 


DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAStt 

Qual 

1 6.30 

C:\Database\NIST08.L 




Oxycodone 

000076”42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 




789506.D 


Tue Oct 18 11:14:23 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K: \05_24__11\789511,D 
DCS 

24 May 2011 16:42 

BLANK 
ASD 
1 

DRUGS.M 
RTE 


Abundance 


J\0: 789511,D\data,ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


789511.D 


Tue Oct 18 11:14:37 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\05_24_11\789512.D 

DCS 

24 May 2011 15:54 



Abundance TIC: 789512.b\ciafa.ms 



Ret, Time 

Area 

Area % 

Ratio % 

6,304 

1217473 

100.00 

100.00 


789512,D Tue Oct 18 11:14:40 2011 


Page 1 


Folk OIG PRR 044583 












Area Percent / Library Search Report 


Information from Data File: 


File Name 

K:\05 24 ll\789512.D 


Operator 

DCS 


Date Acquired 

24 May 2011 15:54 


Sample Name 



Submitted by 

ASD 


Vial Number 

12 


AcquisitionMeth 

DRUGS,M 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C: \Database\NIST08.1. 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PKfl RT 

Library/ID 

CAS# Qual 


1 6.30 C;\Database\NIST08,L 


Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 

Oxycodone 

000076-42-6 

99 


Abundance 

80 

60 

40 

20 

0 


Average of 6.263 to 6.442 min.: 789512.0\cfata.ms O 


3i5 


42 


70 


230 


28 

I, 




55 


iiMLlL 


115 


84 98 I 


-rr^rrVj-rT-T-r-f 


140 


201 


128 

. 1CQ 175 li 214 


268 

244 || 272 286 


' ‘■|-T t ‘ r rj‘r rrrj T f > *rj I i r '^ r vl ! "p* r-r fjTtv 't | r 

m/z-> 20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


Abundance 

80 

60 

40 


20 


#148099: Oxycodone 


230 


16 28 


42 

55 


m/z-> 


115 

I 


201 


I,L Jk,,k,..j!4 ll fj2 286 ®?° 


20 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


I 

i 


789512,D Tue Oct 18 11:14:41 2011 Page 2 


Folk OIG PRR 044584 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


K: \05_24_11\789538,D 
DCS 

24 May 2011 21:17 

BLANK 


Vial Number 

AcquisitionMeth 

Integrator 


1 

DRUGS.M 
RTE 


Abundance TIC: 789538*D\data.ms 



Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


789538,D Tue Oct 18 11:14:58 2011 Page I 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\05_24_11\789539.D 

DCS 

24 May 2011 21:29 

OXYCODONE STANDARD 

6 

DRUGS . M 
RTE 



Ret. Time 

Area 

Area % 

Ratio % 

6.304 

1274388 

100,00 

100,00 


789539.D Tue Oct 18 11:15:02 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File^ 

File Name : K:\05_24_11\789539.D 

Operator t DCS 

Date Acquired r 24 May 2011 21:29 

Sample Name : OXYCODONE STANDARD 

Submitted by s 

Vial Number ; 6 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C: \Database\PMW__TOX2 ,L 

Minimum Quality: 80 
Minimum Quality: 80 

PKft 

RT 

Library/ID 

CAS# Qual 

1 

6 .30 

C:\Database\NIST08.L 

Oxycodone 

Oxycodone 

Oxycodone 

000076-42-6 99 
000076-42-6 99 
000076-42-6 99 




789539.D Tue Oct 18 11:15:02 2011 Page 2 


I 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


K:\06_21_11\792905.D 

DCS 

21 Jun 2011 16:10 

BLANK 


SPEED.M 

RTF 


Abundance 

6000 


I 


TIC: 792905.D\dala.ms 


4000 


2000 


V, 




1 .". r-x-TY^ , 

Time-> 2.00 3,00 


T' 


~r 


4.00 6.00 


6.00 


».r-'i—t—I—1—I—^—1—)—I—I—I—I—I—I—I—j—r- 

7.00 8.00 9.00 10.00 


Ret:. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


792905.D Tue Oct 18 11:20:09 2011 


Page 1 



Folk OIG PRR 044588 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\06_21_ll\792906.D 
DCS 

21 Jun 2011 16:24 

AMPHETAMINE STANDARD 


SPEBD^M 

RTE 


Abuadance TIC: 792906.b\data.ms 

iSOOOOOj 3^30 

I 

j 

1000000] 

500000 

0 [ ( 1 >—I—^ 1 1 1 r ^ 1 - -I ■ ■ I ■ ■ I [■■■•T’ ~T—I—I—J 1 1 1—! ] 1 1 1 1 j 1 1 i 1 j 1 ( 1 1 ] 1 1 1 r 

Tini 0 -> 2.00 3.00 4.00 6.00 6.00_ ^00._. 9-00 10,00 

Ret. Time Area Area % Ratio % 

3.866 1403882 100.00 100.00 


792906.D Tue Oct 18 11:20:12 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

K:\06 21 11\792906.D 



Operator 

DCS 



Dat:e Acquired 

21 Jun 2011 16:24 



Sample Name 

AMPHETAMINE STANDARD 



Submitted by 




Vial Number 

6 



AcquisitionMeth 

SPEED.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


c:\Database\NIST08.L 

Minimum 

Quality: 80 


C:\Database\PMW_TOX2.L 



PK# RT 

Library/ID 

CASfl 

Qual 


1 3.87 C:\Database\NIST08.L 



Amphetamine 

000300-62-9 

90 


Amphetamine 

000300-62-9 

90 


Benzeneethanamine ^ .alpha.“methyl- 

000060-15-1 

83 

Abtmdance 

Average of 3.829 lo 3.995 mfn.: 792906. D\data.ms (-) 



[ T 

80 

60 

40 


20 


18 


28 


m/z--> 


y-T- 

10 


20 


30 


39 

JL 


40 


91 


61 


68 


65 


77 


50 


60 


70 


-n- 

80 


m 


98 


104 116120 


134 


90 


100 


110 


120 130 


Abundance 

i 4|4 


80| 

60 


#15371: Amphetamine 


4o: 


20 




J l-r 

10 


20 


30 


51 




91 


77 


103 115^?^ 


134 


40 


50 


60 


70 


80 


90 


T 


1 “ 


100 110 120 130 


792906.D 


Tue Oct 18 11:20:12 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File? 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K: \06_21__11\792907.D 
DCS 

21 Jun 2011 16:38 

BLANK 

1 

SPEED. M 
RTE 


Abundance TIC: 792907.DWala.ms 



Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS*** 


792907.D Tue Oct 18 11:16:51 2011 Page i 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\06_21_ll\792908 .D 
DCS 

21 Jun 2011 16;52 

BLANK 
ASD 
1 

SPEED. M 
RTE 


Abundance 

6000 


TIC: 792908.O\data.ms 


4000 


2000 






Q —^- j ^-1-1-1-^-^ 

Time--> 2.00 3,00 4.00 


5.00 


“I—I—I—J—!—1—I—I— r~-r- 

6.00 7.00 8.00 


T-1- 1 -K-1-1-1-1- X -j-1-;- f" 

9.00 10.00 


Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


792908.D Tue Oct 18 11:16:56 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File? 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K: \ 06__21__11\792909 ,D 
DCS 

21 Jun 2011 17:06 



Abundance TIC: 792909.D\data.ms 


lOOOOOOi 


500000 


Qj —...J J, y—^ I F f E ■■ [ ! 1 1 I j ! 1 i ! I ! I 1 j I I I 1 I \ T J-—t; ■, J I J“ 

Time-> 2.00 3.00^ 4.00 6.00 6.00 7.00 8,00 _ _9.0P_IP'OO 


Ret, Time 

Area 

Area % 

Ratio % 

3.866 

1351462 

100.00 

100.00 


792909.D 


Tue Oct 18 11:16:59 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


K:\06_2111\792909.D 
DCS 

21 Jun 2011 17; 06 


ASD 

9 

SPEED.M 
RTE 


Search Libraries: C:\Database\SLl,L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


Library/ID 

CAS# 

Qual 

C;\Database\NIST08.L 



Amphetamine 

000300-62-9 

90 

Amphetamine 

000300-62-9 

90 

Ben 2 :eneethanamine, . alpha. -methyl “ 

000060-15-1 

83 



mlz-> ^ J 0 _ 20 30 40 60 60 70 _ __8p 90 100_110 ._ J_2p 130 


792909 .D 


Tue Oct 18 11:16:59 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\06_21_11\792910.D 

DCS 

21 Jun 2011 17:20 

BLANK 
ASD 
1 

SPEED. M 
RTE 


Abundance 

6000 


4000 


TIC: 792910.D\data.nis 


2000 


v 




0^-r-T- 

T!me”> 2.00 


T 


"T 


3.00 4.00 


“1—[—1—) » > j ! I "T—T— I—r—T.r' ' ? r f i f j r t j 'j “■ i .J i !“ 

5.00 6,00 7.00 8.00 9.00 10.00 


Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


792910.D Tue Oct 18 11:17:02 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\06_21_11\792911,D 

DCS 

21 Jun 2011 17:34 

BLANK 
ASD 
1 

SPEED,M 
RTE 


Abundance T(C: 79291 ib\data.ms 



Tinie->_ 2,00 3.00 4,p0_ 5.00 6.00..7,00 8.00 _ 9,00 10.00. 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


! 


792911.D Tue Oct 18 11:17:05 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K: \06__21_11\792912,D 
DCS 

21 Jun 2011 17:48 

ASD 

12 

SPEED. M 
RTE 


Abundance 

3000000 


3.$66 


TiC: 792^2;b\data.ms 


2000000 


1000000 


OS—r 
Tirne-'> 2.00 


2.901 

3.00 


-1-1-i-? - f-1 - ^ i t [ 1 t 1 I j-!- T ' l. T .f 1 f -1- f I T" 1 .T- --T - j -1-1-1-r 

4.00 5.00 6.00^__M0 8.00 9,00. „iaoo.. 


Ret. Time 

Area 

Area % 

Ratio % 

2.901 

202219 

5.17 

5.45 

3.866 

3707772 

94.83 

100.00 


I 


792912 .D 


Tue Oct 18 11:17:08 2011 


Page 1 


Folk OIG PRR 044597 









Area Percent / Library Search Report 


Information 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

K:\06_21__ll\192912 .D 
DCS 

21 Jun 2011 17:48 


ASD 

12 

SPEED,M 
RTE 


Search Libraries: C:\Database\SLI,L 

C:\Database\NIST08.L 
C:\Database\PMW TOX2.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK« 

RT 

Library/ID 

CAS# 

Qual 

1 

2,90 

C:\Database\NIST08.L 





Decane 

000124“18™5 

95 



Decane 

000124-18-5 

94 



Decane 

000124-18-5 

93 



80 

60 

40 

20 


43 


29 


nn/z--> 10 


‘.-■yr 

20 


36 

f-T-T-r-r 


67 


50 


71 


30 40 50 


■X-J 

60 




85 


1 I ; I 


70 


80 


99 


113 


126 


142 


90 100 110 120 130 140 


792912 .D 


Tue Oct 18 11:17:08 2011 


Page 2 


Folk OIG PRR 044598 











Area Percent / Library Search Report 


Information from Data File: 

File Name : K:\06_21__11\792912.D 

Operator : DCS 

Date Acquired : 21 Jun 2011 17:48 

Sample Name : 

Submitted by : 

Vial Number : 12 

AcquisitionMeth; SPEED.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08,L Minimum Quality; 80 

C: \Database\PMW__T0X2 . L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

2 

3.87 

C:\Database\NIST08.L 





Amphetamine 

000300-62-9 

90 



Amphetamine 

000300-62-9 

90 



Benzeneethanamine, .alpha.-methyl- 

000060-15-1 

83 


Abundance Average of 3,829 to 4.106 min.: 792912.D\data.ms (-) 



Abundance ^^15371: Amphetamine 

44 

80 


60 


40 



792912.D Tue Oct 18 11:17:10 2011 Page 3 


Folk OIG PRR 044599 








Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K: \06__21_11\792913 ,D 
DCS 

21 Jun 2011 18;02 

BLANK 
ASD 
1 

SPEED.M 
RTE 


Abundance 

600o|\ 

4000 

2000 


TtC: 792913,D\data.ms 




0 ^ 

:Tjme-> 2.00 


T-, -- y - ^ -( I ^ I I-'T" 


’“‘“I..^ ^ ' ~p-T~r--T~T--7--i“r--T--T--|^^ 

3.00 4.00 5.00 6.00 7.00 8.00 9.00 10,00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


792913.D Tue Oct 18 11:17;13 2011 


Page 1 


Folk OIG PRR 044600 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\06_21_11\792914.D 

DCS 

21 Jun 2011 18:15 

BLANK 
ASD 
1 

SPEED.M 
RTE 


Abundance 

6000 

4000 

^?000 


TIC: 792914.D\<lata,ms 








OV- 

Time--> 2.00 


' I ^ ‘ ^ ' f ' 

3.00 4.00 


‘ I » ■ ' ^ 1 ' ' ' 
5.00 6.00 


7.00 


1 1 r ! I i ■ J f T .['. T — r — T — 1 - J - 1 - 1 - T" 

8.00 9.00 10.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


792914.D Tue Oct 18 11:17:16 2011 


Page 1 


Folk OIG PRR 044601 








Area Percent / Library Search Report 


Information from Data File: 

File Name : K:\06_21_11\792915.D 

DCS 

21 Jun 2011 18:29 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


ASD 
15 

SPEED.M 
RTE 


Abundance 

1500000 


1000000 


500000 


O^-r-r 

Time--> 2.00 


3.$66 


3.00 


4.00 


TIC: 792915.D\data,nis 


■ i f » 

5.00 


6,00 


‘ .j.T. 

7,00 


8.00 


"T—y— T —T—I—r—T T"' 

9,00 10.00 


Ret, Time 

Area 

Area % 

Ratio % 

3.866 

1422638 

100.00 

100.00 


792915.D 


Tue Oct 18 11:17:19 2011 


Page 1 


Folk OIG PRR 044602 






Area Percent / Library Search Report 


Information from Data File: 

File Name : K:\06_21_ll\792915.D 

Operator : DCS 

Date Acquired : 21 Jun 2011 18:29 

Sample Name ; 

Submitted by : ASD 
Vial Number : 15 

AcquisitionMeth: SPEED.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST08.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 3.87 C:\Database\NIST08,L 

Amphetamine 000300-62-9 90 
Amphetamine 000300“62-9 90 
Benzeneethanamine, .alpha.-methyl- 000060-15-1 83 


Abundance Average of 3.829 to 4.007 min.: 792915,D\data,ms L) 



792915.D Tue Oct 18 11:17:19 2011 Page 2 


Folk OIG PRR 044603 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
Ac quisitionMe th 
Integrator 


K:\06_21_11\192916 

DCS 

21 Jun 2011 18:43 

BLANK 


SPEED.M 

RTE 


Abundance 


6000 


UC: 792916;b\data,ms 



2000 


0 ^ ^ r- - T j 1 1 7 7 ^ I f I i j I j X I f 1 ! r I f ' I r 'T' -IT.j—T—f—I—j—^—r— r~~i —r"'-]—f—?—i—r 

Time-> 2.00 3.00 4.00 5.00 6.00 7.00 8,00 9.00_10,00 _ 


Ret, Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


I 


792916,D 


Tue Oct 18 11:17:22 2011 


Page 1 


Folk OIG PRR 044604 








Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\06_21_11\792917,D 
DCS 

21 Jun 2011 18:57 

BLANK 


SPEED.M 
RTE 


Abundance 


TIC: 792917,D\data.ms 


6000 


4000 


2000 


I 






.. (--1 ■ ■ -t-j-t- 

Tjme-> 2.00 3.00 4.00 


5.00 6.00 7.00 8.00 9.00 10.00 


Ret. Time Area Area % Ratio % 


INTEGRATED PEAKS^** 


7S2917.D 


Tue Oct 18 11:17:26 2011 


Page 1 


Folk OIG PRR 044605 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


K:\06_21_11\792918.D 

DCS 

21 Jun 2011 19:11 

AMPHETAMINE STANDARD 


SPEED.M 
RTS . 


Abundance T!C: 792918.D\<la!a.ms 



Ret. Time 

Area 

Area % 

Ratio % 

3.866 

1403587 

100.00 

100.00 


792918.D 


Tue Oct 18 11:17:30 2011 


Page 1 


Folk OIG PRR 044606 






Area Percent / Library Search Report 


Information from Data File? 

File Name : K:\06_21_ll\792918.D 

Operator ; DCS 

Date Acquired : 21 Jun 2011 19:11 

Sample Name : AMPHETAMINE STANDARD 
Submitted by : 

Vial Number : 6 

AcquisitionMeth 1 SPEED.M 
Integrator : RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality: 80 
Minimum Quality: 80 

PKit 

RT 

Library/ID 

CAS# Qual 

1 

3.87 

C:\Database\NIST08.L 

Amphetamine 

Amphetamine 

Benzeneethanamine ^ .alpha. 

000300-62-9 90 

000300-62-9 90 

-methyl- 000060-15-1 83 


Abundance Average of 3.817 to 4,075 mfn.: 792918.D\data.ms (-) 



792918. D Tue Oct 18 11:17:30 2011 Page 2 


Folk OIG PRR 044607 










